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E.O. 11652: N/A 
TAGS: IEA, IAB 

SUBJECT: CANCELLATION OF INTERNATIONAL ENERGY AGENCY 
INDUSTRY ADVISORY BOARD MEETING IN LONDON 

REF: STATE 1 15473 

THE MEETING OF THE IEA/IAB SUB GROUP MEETING SCHEDULED TO 
BE HELD IN LONDON MAY 25-26, 1976 HAS BEEN CANCELLED. 

EMBASSY LONDON SHOULD THEREFORE CANCEL ANY ARRANGEMENTS 
ALREADY UNDERTAKEN TO KEEP VERBATIM TRANSCRIPT OF THE 
ABOVE MEETING. KISSINGER 
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